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TORONTO  OBSERVATORY. 


Lat.  48'  W  0".8  N.     Long.  5h.  17m.  35.6s.  W.     The  observations 
are  taken  at  75th  niei-idian  time. 


The  barometric  readiiigs  given  in  the  following  tables  foi'  the 
year  1910,  are  taken  from  the  photographic  instrument,  and  are 
the  means  of  the  twenty-four  hourly  readings  of  each  day.  No 
correction  for  capillarity  or  gravity  has  been  employed,  so  as  to 
make  the  readings  comparable  with  previous  Toronto  registers. 
The  adopted  mean  tempei-atiues  are  the  nieans  of  the  max.  and 
min.  of  the  thermometers  in  the  Stevenson  Screen.  The  ex- 
tremes are  also  from  the  same  screen.  Himiidity  means  are  de- 
rived from  the  6h,  8h,  14  h.  16  h,  22  h,  and  24  h  observations.  The 
6h,  22  h,  and  24  h  entries  are  taken  from  a  Julien  Friez  hygrometer. 
The  direction  and  wind  velocity  are  from  the  anemonieter  at  the 
Island,  where  the  cups  revolve  at  a  height  of  thirty  feet  above  the 
lake  level.  Auroral  light  observations  have  been  rendei-ed  doubt- 
ful of  late  years,  on  account  of  the  great  number  of  electric  lights 
in  the  City, 

The  mean  temperature  of  the  year  was  46". 4,  which  was  2\<) 
warmer  than  the  normal  derived  from  70  years  observations. 

JANUARY  was  a  cloudy  mild  month.  The  mean  temperature 
was  3°.6  above  normal.  The  mininnim  was  -  7^.0  on  the  4th,  and 
the  maximum  41'.2  on  the  18th  and  2()th.  Snowfall  and  rainfall 
were  above  the  average,  the  former  by  2.6  inches,  and  the  latter 
0.369  inch.  Snow  fell  on  17  days,  and  rain  on  6.  There  were 
numerous  strong  winds  and  gtiles.  and  of  these  the  easterly  gales 
on  the  4th,  5th,  13th  and  14th  were  particularly  severe.  A  velo- 
city of  57  miles  per  hour  was  recorded  at  6h  on  the  14th,  with 
drifting  snow.  On  the  night  of  the  18th  43  miles  S.  W.  was  reg- 
istered. A  south  and  southwest  gale  of  50  miles  was  blowing  on 
the  afternoon  of  the  22nd,  which  continued  up  to  Oh  next  morn- 
ing. The  velocity  at  8h  was  48  miles  S.W.  Bright  sunshine 
tluring  45.5  houi's,  which  is  13  per  cent  below  the  normal  anioiuit. 
There  were  (5  inches  of  snow  on  the  ground  at  the  end  of  the 
month. 


4. 

FEBRUARY.  Tlie  mean  teiiiperature  and  amount  of  cloud 
differed  little  from  average.  The  Unvest  temperature  was  -  10°.2 
on  the  6th,  and  the  highest  4H°.  1  on  the  27th.  Snow  fell  on  lo 
days  to  a  depth  of  24  inche.s,  and  of  this  14.5  inches  fell  dui-ing  the 
stoiin  of  the  2nd  and  3rd.  The  total  fall  exceede^d  the  average  by 
7.6  inches,  and  snow  fell  every  day  from  the  11th  to  the  18th. 
There  was  a  deficiency  in  the  rainfall  of  0.13  inch.  The  winds 
were  strong  throughout  the  month.  The  maxin)uin  velocities 
were  39  miles,  east  on  the  1.5th,  and  30  miles,  west,  on  the  23rd. 
There  were  7  inches  of  snow  on  the  ground  at  the  end  of  the 
month. 

MARCH  was  a.  decidedly  warm  dry  month  with  2(J4  horns 
of  bright  sunshine,  which  is  15  per  cent  above  the  average.  The 
monthly  mean  temperature  was  lOM  above  the  normal  value,  an 
excess  which  has  been  only  slightly  exceeded  once  in  the  past 
70  yeais,  and  that  was  in  1903.  The  mean  maximum  temperature 
was  47°. 6,  and  the  mean  minimum  was  higher  than  the  nor- 
mal temperature  for  the  month  by  1°.4.  The  absolute  mininnnn 
occurred  on  the  15th,  the  reading  being  11°.5.  Dvu-ing  the  lattei- 
|)art  of  the  month  maxima  of  well  over  65  were  noted,  and  on  the 
28th  the  temperature  rose  to  75°.2,  the  highest  reading  ever  re- 
corded in  March.  Large  daily  ranges  of  temperature  were  shewn 
during  this  period,  and  notably  so  on  the  28th  when  the  range 
was  39°. 7.  A  thunderstorm  occurred  on  the  morning  of  the  20th. 
Vegetation  was  considerably  advanced  at  the  end  of  the  month, 
and  numerous  spiiug  birds  had  arrived.  The  fall  of  snow  was 
10.5  inches  below  the  average,  and  the  rainfall  also  below  by 
0.90  inches.  Snow  fell  on  only  two  days  and  rain  on  seven. 
Winds  of  30  miles,  chiefly  from  the  west  occuri^ed  on  many  days, 
and  on  the  night  of  the  13th  a  velocity  of  44  miles  was  registered. 
There  was  no  snow  on  the  ground  after  the  18th. 

APRIL.  During  the  first  two  weeks  the  weather  gave  pro- 
mise of  an  early  spring,  for  the  days  were  warm,  except  the  8th, 
12th  and  13th,  when  sharp  frosts  occurred  in  the  early  morning. 
After  the  15th,  however,  the  spring-like  days  gave  place  to  cold, 
wet,  and  blustery  days,  and  for  the  remainder  of  the  month  the 
growth  of  vegetation,  already  so  well  advance  d,  was  greatly 
retarded.  The  total  rainfall  was  in  depth,  4.90  inches,  the  most 
of  which  fell  on  11  days  of  the  last  two  weeks.  The  maximum 
temperature  was  74°,  recorded  on  the  14th,  while  the  minimum 
was  27°,  on  the  12th.  The  period  of  bright  sunshine  was  9  hours 
less  than  the  average.  An  easterly  gale  prevailed  on  the  16th 
and  17th,  attaining  a  maxinuim  velocity  of  50  miles  per  hour,  at 
8  hours  on  the  17th,  and  during  a  storm  from  the  same  direction 
on  the  25th,  the  highest  registered  velocity  was  54  miles  per  hour. 


MAY.  The  total  rainfall  was  2.73  inches,  which  is  but  0.1  of 
an  inch  less  than  normal,  and  although  this  was  distributed  in 
showers  occuiring  on  19  days,  yet  approximately  one  half  of  the 
whole,  1.85  inches,  fell  between  lOh  and  midnigiit  of  the  2nd.  Of 
the  other  18  days,  less  than  0.1  inch  was  registered  on  12,  and  be- 
tween 0.1  and  0.5  of  an  inch  on  0.  On  the  7th  the  temperature 
ro.se  to  72°,  but  on  the  remaining  days  of  the  first  8  weeks,  60°  was 
exceeded  on  8  only,  while  on  the  18th  the  maximum  of  the  day 
was  barely  45°.  The  lowest  temperatiire  of  the  month,  82\  occur- 
red on  the  18th.  From  the  16th  to  the  29th  the  weather  was  much 
warmer,  the  maximum,  79°. 6  occurring  on  the  28th;  light  show- 
ers were  frequent.  The  last  2  days  were  gloomy,  wet,  and  cool. 
Bright  sunshine  was  recorflerl  during  202  hours  of  the  month,  or 
17  hours  less  than  normal. 

JUNE.  Strong  north  or  north-east  winds  cind  light  rains  ac- 
companied the  decidedly  cold  weather  of  the  first  week.  The 
second  week  was  one  of  rapid  changes  from  warmth  to  coolness, 
but  on  the  18th  a  steady  rise  in  temperature  marked  the  begin- 
ning of  siunmer,  for  from  this  date  onwards  maximum  tempera- 
tures of  85°  were  of  daily  occurrence.  The  highest  of  the  m«)nth, 
93°. 4,  was  recorded  on  the  22nd;  the  lowest  41.2  on  the  4th. 
The  mean  temperature  exceeded  the  normal  by  2".  No  rain 
fell  from  the  18th  to  the  end  of  the  month  if  we  except  a 
light  shower  on  the  2(ith,  and  the  total  depth  of  the  month  was 
1.78  inches  less  than  the  normal.  During  this  I'ainless  period, 
vegetation  suffered  considerably  undei-  the  clear,  hot  weather. 

JULY.  The  drought  continued  till  the  6th  of  July,  when 
the  long  needed  showers  began  during  the  night.  Rain  fell  at 
intervals  of  about  8  or  4  days  till  the  29th,  when  the  total  fall 
had  amounted  to  8.JK)  inches  in  depth,  an  excess  over  normal  of 
about  0.84  of  an  inch.  On  the  24th,  a  day  of  several  thunder- 
storms, 1.62  inches  were  legistered.  The  maxinuun  temperatuie 
f)f  the  month  was  98°.8,  and  was  recorded  on  the  9th,  but  readings 
of  90°  fiequently  recurred  during  the  first  portion  of  the  month. 
Aftei-  the  thunderstorm  of  the  morning  of  the  16th,  cooler  weathei- 
set  in  and  continued  to  the  end  of  the  month,  the  mean  tempera- 
ture exceeding  the  normal  by  but  8°.  The  houi'S  of  bright  sun- 
shine varied  little  in  number  from  the  average. 

AUGUST.  The  mean  temperature  was  slightly  higlu'r  than 
the  normal.  Very  high  tempei-atm-es  did  not  occur,  the  highest 
85",  being  on  the  14th  but  the  mean  daily  range  was  small. 
The  mininnim  was  48°.  Dining  the  fiist  8  days  thei-e  was  nuich 
smoke   in   the  atmosphere  from  bush  fires  in  the  north.     Much 


cloudy  weather  reduced  the  hours  of  bright  sunshine  by  about 
52  hours  below  the  normal.  Rain  fell  at  intervals  of  2  to  5 
days,  amounting  to  0.27  of  an  inch  more  than  the  average. 
Thunderstorms  of  great  severity  occun-ed  on  the  3rd,  4th,  and 
31st. 

SEPTEMBER.  Although  rain  fell  on  but  8  days,  the  total 
depth  was  .782  of  an  inch  in  exces.s  of  the  monthly  normal. 
The  heaviest  showers  were  those  which  occurred  upon  the  3rd,  5th 
and  6th,  when  the  depths  recorded  were  .78,  1.48,  and  .71  in- 
ches respectively.  Temperature  and  duration  of  bright  sunshine 
differed  little  from  average.  The  maximum  of  the  month  was 
81°. 3,  recorded  on  the  6th,  and  the  miniminn,  38°. 7,  on  the  22nd. 
Strong  easterly  winds  accompanied  the  i-ainfall  upon  the  3i"d,  5th, 
and  6th,  while  an  easterly  gale  of  39  miles  per  hour  prevailed  on 
the  24th. 

OCTOBER.  During  this  month,  also,  rain  fell  on  but  8  days, 
and  totalled  slightly  in  defect  of  average.  The  mean  temperature 
was  4°  in  excess  of  average,  and  the  duration  of  bright  sunshine 
21  hours  in  excess;  a  combination  of  conditions  which  made  the 
weather  very  pleasant  throughout  the  greater  portion  of  the 
month.  The  maximum  temperature  73°. 3,  was  registered  on  the 
18th,  while  the  first  sharp  fi'osts  of  the  season  occurred  on  the 
29th  and  30th,  when  the  minima  recorded  were,  26°. 8  and  25°. 4, 
respectively.  On  the  afternoon  of  the  18th  the  wind  attained 
the  maximvim  velocity  of  44  miles  per  hour. 

NOVEMBER.  Bright  sunshine  was  recorded  on  20  hours 
less  than  the  average  duration.  The  mean  temperature  was 
nearly  average,  but  the  mean  daily  range  was  small.  Cloudiness, 
in  conjunction  with  no  marked  rise  in  temperatuie,  made  the 
weather  appear  gloomy  and  cold.  While  the  rainfall  was  .89  of 
an  inch  less  than  average,  the  snowfall  was  4.9  inches  in  excess. 
Rain  fell  on  7  days  and  snow  on  10.  The  maximum  depth  of  rain 
was  .92  of  an  inch,  occurring  on  the  10th,  and  that  of  snow,  4 
inches,  on  the  28th.  At  the  end  of  the  month  1  inch  of  snow  still 
lay  upon  the  grovmd.  The  maxinumi  wind  velocity,  42  miles, 
from  the  east,  was  attained  on  the  morning  of  the  2Sth,  and  was 
accompanied  by  snow  and  rain. 

DECEMBER.  This  was  an  unusually  cold  month,  with  the 
mean  temperature  5°.5  lower  than  normal,  and  during  the  fli^st 
half  of  it  blustery  northerly  winds  were  prevalent.  On  the  18th 
the  weather  became  milder  but  on  the  20th  again  turned  cold  with 
strong  northwest  winds.    On  the  22nd  the  temperature  again  began 


to  rise,  and  a  maximum  of  38°.  7  was  reached  on  the  23rd.  From 
this  date  till  the  30th,  moderate  conditions  prevailed,  but  on  the 
30th  a  sudden  jold  wave  brought  the  temperature  down  to  r  below 
zero  by  midnight  and  to  6°.8  below  on  the  31st.  During  the  last 
hours  of  the  year  the  temperature  was  rapidly  rising.  The  rainfall 
was  comparatively  light,  but  the  snowfall  exceeded  the  average 
by  2.3  inches,  occurring  on  16  days.  There  were  12  hours  of  cloudy 
weather  more  than  average.  The  greatest  wind  velocity  was  32 
miles  from  the  southwest,  on  the  14th. 


JANUARY,  1910. 


RESULTS  OF  OBSERVATIONS. 


Mean  reading  of  barometer,  32  F.  inches,  29.fi5H 

Highest            "            "        on  4th  at  llh.  30.458 
Lowest             "            "        on  22nd  at  llh.  .SOm.  28.473 

Range  of  barometer  readings,  1.980 

Highest  temperature  on  the  18th  &  20th,  41.2 

Ijowest  temperature  on  the  4th,  -  7.0 

Range  for  the  month,  48.2 

Mean  of  the  highest  readings.  .SI.  9 

Mean  of  the  lowest  readings,  19.0 

Mean  from  max.  and  min.,  25.5 

Mean  daily  range,  12.9 

Mean  humidity,  82 

Mean  force  of  vapour  0.108 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,  1.3 

Mean  weight  of  a  cubic  foot  of  air,  grains,  567.6 

Highest  solar  (black  bulb)  on  the  28th,  56.0 

Lowest  (radiation)  on  the  4th,  -  9.3 

Monthly  range,  65.3 

Fall  of  snow                                              inches  19.9 

Number  of  days  on  which  snow  fell,  17 

Fall  of  rain                                                inches  1.515 

Number  of  days  on  which  rain  fell,  6 
Mean  amount  of  cloud  ( 1.0  indicating  overcast  sky),  .81 


Mean  for  the 

past 
^  71  years. 

29.(fl7 

:^).271 

28.913 

1.358 

44.9 

-6.8 

51.7 

29.1 

1.5.2 

22.1 

1.S.9 

83 

0.108 

1.2 

571.2 


17.3 

14.2 

1.141 

4.9 

.74 


No.  ot  hours  in  the 
month  in   which  the 
wind  was 

N. 

91 

N.E. 

44 

E. 

96 

S.E. 

14 

s. 
65 

8.  W. 

192 

w. 

216 

N.  W. 

24 

c. 

2 

Total  number  of  miles  registered  during  the  month  was  12,141 

Mean  velocity  16.32 

Highest  velocity  at  6  h  on  the  14th,  from  the  east,  57 

Highest  daily  average  velocity  on  the  14th,  36.29 

Least          "            "             "          "     "     12th,  5.92 

Number  of  gales  during  the  month,  8 


JANUARY,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  8th  in  1866,  30.94U 

Lowest        "          "            "          "    2nd  in  1870  28.166 

Highest  temperature  on  the  4th  in  1874  &  1st  in  1876,  57.5 

Lowest            "                "     "     10th  in  1859  -26.5 

Greatest  rainfall  for  month  in  1843                             (inches)  4.295 

Least             "          "         "       in  1852  and  1856                  "  0.000 

Greatest  number  of  days  on  which  rain  fell,  in  1890  14 

Greatest  snowfall  for  month  in  1871                             (inches)  43.6 

Least              "          "        "        in  1876,  3.2 

Greatest  number  of  days  on  which  snow  fell,  in  1861-71-93,  23 


TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure  +0.011  inches 

Monthly  range  +0.613  inches 

Mean  temperature  +3.4 

Mean  of  highest  temperatures  +8.1 

Mean  of  lowest                "  +4.0 

Mean  daily  range  -  l.O 

Total  rainfall  +  0.369  inches 

Total  snowfall  +2.6      inches 

Mean  amount  of  cloud  +0.07 
Rain  fell  on  the  5th,  18th,  21st,  22nd,  26th,  &  27th. 

Heaviest  fall  from  4h  to  9h  (m  the  22nd,  0.6(30  inches 
Snow  fell  on  the  3rd,  4th,  5th,  7th,  9th,  14th,  17th,  19th,  21st,  22nd, 

23rd,  24th.  26th,  27th,  28th,  30th.  and  31st. 

Heaviest  fall  from  Oh  20m  to  19h  35  m  on  the  14th  4.6  inches 

Number  of  days  completely  clouded  IS 

Number  of  clear  days  0 
Foggy  on  the  5th,  17th.  21st,  &  27th. 
Hazy  on  the  8th,  12th,  15th,  16th,  and  25th. 
Lunar  halo  at  20  h  on  the  20th. 


10. 


FEBRUARY,  1910. 


1 
RESULTS  OF  OBSERVATIONS. 

Mean  for  the 

past 

71   years. 

Mean  reading  of  barometer,  32  F.  inches,            2i).701 
Highest            ••            "        on  25th  at  121i.            30.217 
Lowest             "            "        on  4th  at  22  h,             28.213 
Range  of  barometer  readings,                                  0.974 
Highest  temperature  on  the  27th,                               43.4 
Lowest  temperature  on  the  6th,                               -  10.2 
Range  for  the  month,                                                   53.6 
Mean  of  the  highest  readings,                                    29.2 
Mean  of  the  lowest  readings.                                      12.8 
Mean  from  max.  and  min. .                                          21.0 
Mean  daily  range,                                                          16.4 
Mean  humidity,                                                                 76 
Mean  force  of  vapour                                                  0.067 
Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,         0.8 
Mean  weight  of  a  cubic  foot  of  air,  grains,           573.9 
Highest  solar  (black  bulb)  on  the  13th,                    56.9 
Lowest  (radiation)  on  the  7th,                                  -  15.5 
Monthly  range,                                                               72.4 
Fall  of  snow                                              inches            24.2 
Number  of  days  on  which  snow  fell,                           15 
Fall  of  rain                                                inches         0.800 
Number  of  days  on  which  rain  fell,                               4 
Mean  amount  of  cloud  (l.Oindicating  overcast  sky),  .68 

29.(J38 

:^).226 

28.949 

1.281 

44.3 

-7.1 

.51.4 

29.2 

14.1 

21.7 

15.2 

81 

0.109 

1.0 

.572.0 

16.5 

12.4 

0.931 

4.7 

.76 

No.  ot  hours  in  the    '     ^-     .  ^•^• 

month  in   which  the 

wind  was                               93          53 

E. 

46 

S.E. 

7 

s. 
45 

8.  W.      W. 

157  ,  239 

1 

iN.  W. 

30 

1 

c. 
2 

Total  number  of  miles  registered  during  the  month  was  10,137 

Mean  velocity  15.08 

Highest  velocity  at  5  h  on  the  23rd,  from  the  west,  45 

Highest  daily  average  velocity  on  the  23rd,  28.33 

Least          "            '•             "          "     "    20th,  7.12 

Number  of  gales  during  the  month,  5 
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FEBRUARY,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  4th  in  1887, 

Lowest        "  "  "  "    28th  in  1850 

Highest  temperature  on  the  4th  in  1890, 

Lowest  "  '»     «i    5^jj  in  1855 

Greatest  rainfall  for  month  in  1842  (inches) 

Least  "  "         "       in  1841-46-56-73-77-1901,      " 

Greatest  number  of  days  on  which  rain  fell,  in  1857 

Greatest  snowfall  for  month  in  1846  (inches) 

Least  "  "         "        in  1851, 

Greatest  number  of  days  on  which  snow  fell,  in  1843, 


30.522 

28.535 

53.8 

-25.4 

3.625 

0.000 

11 

46.1 
2.4 
21 


TABLE  OF  DIFFERENCES. 


Mean  barometric  pressure  -1-0.062  inches 

Monthly  range  -  0.303  inches 

Mean  temperature  -  0.7 

Mean  of  highest  tempera tvires  -  0.5 

Mean  of  lowest                "  -1.7 

Mean  daily  range  -1-1.2 

Total  rainfall  -  0.129  inches 

Total  snowfall  -1-7.6      inches 

Mean  amount  of  cloud  -  0.08 
Rain  fell  on  the  15th,  26th,  27th.  &  28th, 

Heaviest  fall  from  19h  on  27th  to  2h  45m  on  28th,  0.363  inches 

Snow  fell  on  the  1st,  2nd,  3rd,  4th,  7th,  9th,  11th,  12th,  13th,  15th, 

17th,  18th,  21st,  22nd,  and  23rd. 
Heaviest  fall  from  14h  50m  on  2nd  to  14h  50m  on  3rd,       14.5  inches 

Number  of  days  completely  clouded  10 

Number  of  clear  days  1 
Foggy  on  the  2()th. 

Hazy  on  the  6th,  8th,  20th,  21st,  and  26th. 
Parhelia  at  7h  50m  on  the  18th. 


12. 


MARCH,  1910. 


BESULTS  OF  OBSERVATIONS. 


Mean  reading  of  barometer,  32  F.  inches,  29.643 

Highest            "            "        on  18th  at  llh,  29.963 

Lowest             "            "        on  13th  at  13  &  14h.  29.021 

Range  of  barometer  readings,  0.942 

Highest  temperature  on  the  28th,  75.2 

Lowest  temperature  on  the  15th,  11.5 

Range  for  the  month,  63.7 

Mean  of  the  highest  readings.  47.6 

Mean  of  the  lowest  readings,  30.1 

Mean  fi'om  max.  and  min..  38.8 

Mean  daily  range,  17.6 

Mean  humidity,  71 

Mean  force  of  vapour  0. 152 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,  1.7 

Mean  weight  of  a  cubic  foot  of  air,  grains,  552.8 

Highest  solar  (black  bulb)  on  the  28th,  91.3 

Lowest  (radiation)  on  the  15th,  7.2 

Monthly  range,  84. 1 

Fall  of  snow                                              inches  0.8 

Number  of  days  on  which  snow  fell,  2 

Fall  of  rain                                                inches  0..580 

Number  of  days  on  which  rain  fell,  7 
Mean  amount  of  cloud  ( 1.0  indicating  overcast  sky ),.  45 


Mean  for  the 

past 

71  years. 


29.609 

30.129 

28.919 

1.210 

52.1 

-2.6 

54.7 

36.3 

21.9 

29.0 

14.4 

78 

0.136 

1.4 

561.9 


11.5 

10.4 

1.498 

6.7 
.67 


No.  ot  hours  in  the 

N. 

N.E. 

E. 

S.E. 

8. 

s 

w. 

w. 

N 

W. 

c. 

month  in   which  the 

wind  was 

53 

75 

125 

12 

77 

96 

263 

28 

15 

Total  number  of  miles  registered  during  the  month  was  8,724 

Mean  velocity  11.73 

Highest  velocity  at  22  h  on  the  13th,  from  the  west,  44 

Highest  daily  average  velocity  on  the  7th,  24.96 

Least          "            "             "          "     "    5th,  2.17 

Number  of  gales  during  the  month,  8 
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MARCH,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  24th  in  1906, 

Lowest        "  "  "  "    19th  in  1859 

Highest  temperature   on  the  28th  in  1910, 

Lowest  "  "     "    3rd  in  1868 

Greatest  rainfall  for  month  in  1859  (inches) 

Least  "         "        "       in  1856,  " 

Greatest  number  of  days  on  which  rain  fell,  in  1878 

Greatest  snowfall  for  month  in  1870  (inches) 

Least  "  "        "        in  1858  &  1903, 

Greatest  number  of  days  on  which  snow  fell,  in  1877, 


30.508 

28.286 

75.2 

-15.6 

4.054 

0.000 

17 

62.4 

0.2 

21 


TABLE  OF  DIFFERENCES. 


Mean  barometric  pressure  +0.034  inches 

Monthly  range  -0.264  inches 

Mean  temperature  +  9.8 

Mean  of  highest  temperatures  Jggg^     +11.3 

Mean  of  lowest  "  ^SB     -8.2 

Mean  daily  range  -  3.2 

Total  rainfall  -  0.905  inches 

Total  sno^vfall  -  10.5    inches 

Mean  amount  of  cloud  -  .22 

Rain  fell  on  the  1st,  2nd,  4th,  6th,  13th,  20th  &  22nd. 

Heaviest  fail  from4h  lOnito  5h.30m  on  20th,  0.260  inches 

Snow  fell  on  the  7th,  &  15th. 

Heaviest  fall  from  19h  45m  to  21h  on  the  15th,  0.6  inches 

Number  of  days  completely  clouded  3 

Number  of  clear  days  5 

Foggy  on  the  1st,  5th  &  20th. 

Hazy  on  the  ()th,  lOth,  11th,  12th,  18th,  21st,  23rd,24th.  26th,  27th, 

28th,  29th,  and  30th. 
Thunderstorms  with  lightning  on  the  6th,  20th,  and  30th. 
Class  iv  aurora  on  the  10th.     Class  iii  and  iv  on  the  27th. 
Auroral  arch,  class  iv  from  20.45  to  21.30  on  the  28th. 


14. 


APRIL,  1910. 


RESULTS  OF  OBSERVATIONS. 


Mean  reading  of  barometer,  82  F.  inches, 

Highest  "  "        on  1st  at  3h, 

Lowest  "  "        on  30th  at  5h. 

Range  of  barometer  readings, 

Highest  temperature  on  the  14th, 

Lowest  temperature  on  the  I2th. 

Range  for  the  month. 

Mean  of  the  highest  readings. 

Mean  of  the  lowest  readings. 

Mean  from  max.  and  inin.. 

Mean  daily  range. 

Mean  humidity, 

Mean  force  of  vapoui- 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains, 

Mean  weight  of  a  cubic  foot  of  air,  grains. 

Highest  solar  (black  bulb)  on  the  5th  &  14th, 

Lowest  (radiation)  on  the  12th, 

Monthly  range, 

Fall  of  snow  inches 

Number  of  days  on  which  snow  fell, 

Fall  of  rain  inches 

Number  of  days  on  which  rain  fell, 


Mean  for  the 

past 

71  years. 


29.520 

29.000 

20.023 

80.078 

28.072 

29.010 

0.951 

1.033 

74.0 

68.3 

27.0 

19.6 

47.0 

48.7 

55.3 

49.6 

38.4 

33.3 

46.8 

41.4 

16.9 

16.1 

78 

70 

0.214 

0.186 

2.5 

2.1 

.541.7 

.546.8 

19.6 

70.2 

1.3 

2 

4.900 
15 


Mean  amount  of  cloud  (1.0  indicating  overcast  sky),  .57 


No.  ot  hours  in  the 
month  in  which  the 
wind  was 


2.5 
8.5 
2.148 
9.9 
.58 


91      105 


186 


S.E.   1     8.      S.  W.      W.     N.  W. 
12      118  i     48      182       30 


Total  number  of  miles  registered  during  the  month  was 

Mean  velocity 

Highest  velocity  at  7h  on  the  25th,  from  the  east, 

Highest  daily  average  velocity  on  the  29th, 

Least  "  "  "  "     "    2nd, 

Number  of  gales  during  the  month, 


c. 

8 

9,481 

13.17 

54 

22.87 
4.50 

7 
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APRIL,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  20th  in  1897,  30.  .808 

Lowest        "          "            "          "  2nd  in  186.S&  22nd  in  1887,  28.704 

Highest  temperature   on  the  22nd  in  1842,  89.8 

Lowest            "                li     II    2nd  in  1857  5.9 

Greatest  rainfall  for  month  in  1910                             (inches)  4.900 

Least             "          "         "       in  1881,                                   "  0.075 

Greatest  number  of  days  on  which  rain  fell,  in  1871  17 

Greatest  snowfall  for  month  in  1857                            (inches)  12.9 

Least              "          "        "        in  1843-56-58-70-87-88-90-91.,  0.1 

Greatest  number  of  days  on  which  snow  fell,  in  18.57,  11 


TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure 

Monthly  range 

Mean  temperature 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Total  snowfall 

Mean  amount  of  cloud 

Rain  fell  on  the  4th,  6th,  9th,  11th,  15th,  16th,  17th, 

20th  23rd,  24th,  25th,  26th,  and  29th. 
Heaviest  fall  from  Ih  .55ni  to  24h  on  the  19th, 
Snow  fell  on  the  11th  and  29th. 
Heaviest  fall  fi-om  2h  40m  to  5h  30m  on  the  29th, 
Number  of  days  completely  clouded 
Number  of  clear  days 
Foggy  on  the  17th,  18th,  19th,  &  29th. 
Hazy  on  the  1st.  .5th,  9th,  14th,  21st  and  27th. 
Hoar  frost  on  the  1st,  12th,  13th,  and  27th. 
Auroral  band,  class  iii  across  the  sky  from  23h  on  th< 

on  the  12th. 
Thunderstorms  with  lightning  on  the  25th,  and  29tb. 


-  0.070  inches 

-0.081  inches 

+  5.4 

+  6.8 

+  5.5 

+  0.8 

+  2.713  inches 

- 1.2      inches 

0.01 

h,  18th,  19th, 

1.030  inches 

1.2  inches 

10 

6 

nth  to   Ih 
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MAY,  1910. 


RESULTS  OF  OBSERVATIONS. 


Mean  reading  of  barometer,  32  F.  inches,  29..587 

Highest            "            "        on  16th  at  lOh,  30.029 

Lowest             "            "        on31stat23&24h.  29.073 

Range  of  barometer  readings,  0.956 

Highest  temperature  on  the  28th,  79.6 

Lowest  temperature  on  the  15th,  32.2 

Range  for  the  month,  47.4 

Mean  of  the  highest  readings,  61.2 

Mean  of  the  lowest  readings,  48.7 

Mean  from  max.  and  min.,  52.5 

Mean  daily  range,  17.5 

Mean  humidity,  69 

Mean  force  of  vapour  0.253 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,  2.9 

Mean  weight  of  a  evibic  foot  of  air,  grains,  535.9 

Highest  solar  (black  bulb)  on  the  28th,  99.2 

Lowest  (radiation)  on  the  loth,  27.8 

Monthly  range,  71.4 

Fall  of  snow                                              inches  0 

Nuiuber  of  days  on  which  snoAV  fell.  0 

Fall  of  rain                                                inches  2.730 

Number  of  days  on  which  rain  fell,  16 
Mean  amount  of  cloud  (l.Oindicating  overcast  sky),  .50 


Mean  for  the 

past 

71  years. 


29.577 

29.9(J7 

29.153 

0.814 

77.9 

30.9 

47.0 

62.0 

43.3 

52.7 

18.5 

70 

0.280 

3.1 

53:17 


0,1 

0.4 

2.971 

12.4 

.57 


No.  of  hours  in  the 

N. 

N.E. 

B. 

S.E. 

S. 

s.  w. 

w. 

N.  W. 

c. 

month  in   which  the 

wind  was 

95 

113 

87 

15 

52 

131 

96 

,143 

J 

12 

Total  number  of  miles  registered  during  the  month  was  7,980 

Mean  velocity  10.73 

Highest  velocity  at  17h  on  the  18th,  from  the  northwest,  44 

Highest  daily  average  velocity  on  the  18th,  21.83 

Least          "            "              "          "     "    21st,  4.62 

Number  of  gales  during  the  month,  3 


17 
MAY,  1910. 

EXTBEME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  2nd  in  1849,  30.214 

Lowest        "          "            "          "  6th  in  1861,  28.644 

Highest  temperature  on  the  30th  in  1895,  93.4 

Lowest            "                "     "    3rd  in  1867  24.6 

Greatest  rainfall  for  month  in  1894                             (inches)  9..S65 

Least             "          "         "       in  1891,                                   "  0.495 

Greatest  number  of  days  on  which  rain  fell,  in  1890  23 

Greatest  snowfall  for  month  in  1875                            (inches)  3.1 

Least              "          "        "        in  1910,  0 

Greatest  number  of  days  on  which  snow  fell,  in  190.5,  5 


TABLE  OF  DIFFERENCES. 

Mean  barometric  pi-essure 

Monthly  range 

Mean  tempex-ature 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Total  snowfall 

Mean  amount  of  cloud 

Rain  fell  on  the  1st,  2nd,  3rd,  8th,  10th,  17th, 

21st,  2.Srd,  25th,  26th,  29th,  .30th,  &  31st. 
Heaviest  fall  from  9h  40m  to  24h  on  the  2nd, 
Number  of  days  completely  clouded 
Number  of  clear  days  3 

Foggy  on  the  2()l.h.  &  31st, 
Hazy  on  the  1st,  7th,  8th,   17th,  &  23rd. 
Hoar  frost  on  the  5th  11th,  15th,  and  16th. 
Thunderstorms  on  the  2nd.  10th.  23rd,  and  20th. 
Brilliant  auroral  arch  and  streamers,  class  ii  at  22h  20m   on  18th. 
Halley's  comet  visible  at  22h  on  the  2.5th. 


4-0.010  inches 

+  0.140  inches 

-0.2 

-0.2 

+  0.8 

-1.0 

-  0.238  inches 

-0.1      inches 

-  0.07 

18th,  19th,  20th, 

1.350  inches 

4 
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JUNE,  1910. 


BEStTLTS  OF  OBSERVATIONS. 


Mean  reading  of  barometer,  32  F.  inches,  29.555 

Highest            "            "        on  4th  at  9h,  2t).877 

Lowest             "            '*        on  1st  at  7h.  29.049 

Range  of  barometer  readings,  0.828 

Highest  temperature  on  the  22nd,  i)3.4 

Lowest  temperature  on  the  4th.  41.2 

Range  for  the  month,  52.2 

Mean  of  the  highest  readings,  75.3 

Mean  of  the  lowest  readings.  54.2 

Mean  fioni  max.  and  min..  ft4.7 

Mean  daily  range,  21.1 

Mean  humidity,  69 

Mean  force  of  vapour  0.420 
Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,         4.6 

Mean  weight  of  a  cubic  foot  of  air,  grains.  .520.2 

Highest  solar  (black  bulb)  on  the  22nd.  1 11.0 

Lowest  (radiation)  on  the  5th,  38.0 

Monthly  range,  73.0 

Fall  of  rain                                                inches  1.065 

Number  of  days  on  which  rain  fell,  6 
Mean  amount  of  cloud  (1.0  indicating  overcast  sky ), . 39 


Mean  for  the 
past 

71  years. 


29.572 

29.()(KJ 

29.165 

0.744 

86.4 

40.1 

46.3 

72.4 

.52.9 

(52.6 

19.2 

73 

0.418 

4.8 

521.8 


2.764 

11.7 

.53 


No.  ot  hours  in  the 
month  in   which  the 
wind  was 

N. 

94 

N.E. 

80 

E. 

104 

S.E. 

19 

s. 
67 

s.  w. 
123 

W.     N.  W. 

159       51 

c. 
23 

Total  number  of  miles  registered  during  the  month  was         5,361 
Mean  velocity  7.45 

Highest  velocity  at  7,  8,  &  13h  on  the  5th,  from  the  northeast,    23 
Highest  daily  average  velocity  on  the  5th,  15.58 

Least  "  "  "  "     "    15th,  aOO 

Number  of  gales  during  the  month,  0 
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JUNE,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  15th  in  1884,  30. 132 

Lowest        "          "            "          "  25th  in  1902,  28.875 

Highest  temperature  on  the  27th  in  1901,  97.1 

Lowest            "                "     "     10th  in  1842  28.1 

Greatest  rainfall  for  month  in  1870  (inches)       8.090 

Least             "          "         "       in  1864,  "             0.570 

Greatest  number  of  days  on  which  rain  fell,  in  1869                        22 
Flurries  of  snow  on  2  days  in  1859. 


TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure 

Monthly  range 

Mean  temperature 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Mean  amount  of  cloud 

Rain  fell  on  the  1st,  5th,  8th,  11th,  27th,  and  28th. 

Heaviest  fall  from  ()h  55m  to  221i  45m  on  the  11th, 

Number  of  days  completely  clouded 

Numbei'  of  clear  days 

Foggy  on  the  .jth. 

Hazy  on  the  l.jth,  16th,  19th,  21st,  22nd,  2:Srd,  27th,  28th,  29th.  & 

30tli. 
There  were  no  thimdeistoims  recorded  during  the  month. 


-  0.017  inches 

+  0.083  inches 

+  2.1 

+  3.8 

+  2.0 

+  1.8 

-  1.675 

inches 

-0.14 

0.(J40 

inches 

4 

10 
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JULY,  1910. 

RESULTS  OF  OBSERVATIONS. 

Mean  reading  of  barometer,  32  F.  inches,  29..524 

Highest            "            "        on  19th  at  12h,  29.853 

Lowest             "            "        on  27th  at  loh.  29.278 

Range  of  barometer  readings,  0.575 

Highest  temperature  on  the  9th,  93.3 

Lowest  temperature  on  the  29th,  51.5 

Range  for  the  month,  41.8 

Mean  of  the  highest  readings,  82.4 

Mean  of  the  lowest  readings,  59.8 

Mean  from  max.  and  min.,  71.1 

Mean  daily  range,  22.6 

Mean  humidity,  69 

Mean  force  of  vapour  0.521 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,  5.7 

Mean  weight  of  a  cubic  foot  of  air,  grains,  513. 1 

Highest  solar  (black  bulb)  on  the  9th,  110.2 

Lowest  (radiation)  on  the  5th,  43.7 

Monthly  range,  66.5 

Fall  of  rain                                                inches  3.895 

Number  of  days  on  which  rain  fell,  11 
Mean  amount  of  cloud  (l.Oindicating  overcast  sky),  .38 


Mean  for  the 

past 

71  years. 

29.585 

29.889 

29.420 

0.469 

89.8 

47.5 

42.3 

77.9 

58.2 

68.1 

19.5 

72 

0.488 

5.7 

517.0 


3.039 

11.2 

.49 


No.  of  hours  in  the 
month  in  which  the 
wind  was 


91       46 


81 


11 


77 


S.  W,      W.     N.  W. 

171     166  i    65 


c. 

36 


Total  number  of  miles  registered  during  the  month  was  4,880 

Mean  velocity  6.56 

Highest  velocity  at  12h  on  the  27th,  from  the  southwest,  35 

Highest  daily  average  velocity  on  the  30th,  12.71 

Least          "            "             "          "     "    2nd,  2.62 

Number  of  gales  during  the  month,  1 
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JULY,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  7th  in  1892,  30.192 

Lowest        "          "            "          "  8th  in  19U0,  29.094 

Highest  temperature  on  the  19th  in  1854,  98.0 

Lowest            "                "     "     12th  in  1843  .38.7 

Greatest  rainfall  for  month  in  1841  (inches)       8.150 

Least             "         "        "       in  1868,  "            0..510 
Greatest  number  of  days  on  which  rain  fell,  in  1861 ,  1866, 

1870.  1880,  and  1902,  16 


TABLE  OF  DIFFERENCES. 


Mean  barometric  pressure 

Monthly  range 

Mean  temperature 

Mean  or  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Mean  amoimt  of  cloud 


-0.060  inches 

+  0.107  inches 

+  3.0 

+  4.9 

+  1.9 

+  3.0 

+  0.844  inches 

-0.11 


Rain  fell  on  the  6th,  7th,  10th,  12th,  13th,  16th.  21st,  22nd,  24th, 

27th,  and  29th. 
Heaviest  fall  from  16h  to  231i  8()m  on  the  21th,  1.620  inches 

Nvujiber  of  days  completely  clouded  0 

Number  of  clear  days  6 

Foggy  on  the  7th,  &  12th. 

Hazy  on  the  1st,  7th,  8th,  9th,  21st,  22nd,  2.3rd,  &  24th. 
Aurora  with  streamers,  class  iii  at  24h  on  the  4th. 
Thunderstorms  on  the  10th,  12th,  16th,  21st,  24th,  27th,  &  29th. 
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AUGUST,  1910. 


RESULTS  OF  OBSERVATIONS. 

Mean  for  the 

past 

71  years. 

Mean  reading  of  barometer,  32  F.  inches,            29.628 
Highest            "            "        on  29th  at  llh,            29.918 
Lowest              "             "         on  4th  at  9h.                29.189 
Range  of  barometer  readings,                                  0.729 
Highest  temperature  on  the  14th,                             85.1 
Lowest  temperature  on  the  27th,                               47.7 
Range  for  the  month,                                                   37.4 
Mean  of  the  highest  readings,                                    77.5 
Mean  of  the  lowest  readings,                                      57.7 
Mean  from  max.  and  min.,                                          67.6 
Mean  daily  range,                                                          19.8 
Mean  humidity,                                                                    76 
Mean  force  of  vapoui-                                                  0.472 
Mean  wt.  of  vai30ur  in  a  cu.  ft.  of  aii',  grains,         5.2 
Mean  weight  of  a  cubic  foot  of  air,  grains.           519.6 
Highest  solar  (black  bulb)  on  the  14th,                  105.3 
Lowest  (radiation)  on  the  27th,                                   43.8 
Monthly  range,                                                               62.0 
Fall  of  rain                                                inches         3.045 
Number  of  days  on  which  rain  fell,                               9 
Mean  amount  of  clovid  (1.0  indicating  overcast  sky ), . 50 

29.617 

29.909 

29.257 

0.653 

87.0 

45.7 

41.3 

76.1 

57.1 

66.6 

18.6 

74 

0.483 

.5.1 

519.6 

2.770 

10.9 

.49 

No.  of  hours  in  the         ^-       ^•^• 

month  in   which  the 

wind  was                               83         72 

E. 

1.59 

1 

S.E.  1     S. 

15       80 

S.  w.j    w. 
149     125 

'n.  w. 
48 

c. 

18 

Total  number  of  miles  registered  during  the  month  was  5,232 

Mean  velocity  7.03 

Highest  velocity  at  17h  on  the  4th,  from  the  northwest,  25 

Highest  daily  average  velocity  on  the  5th,  13.50 

Least          "            "              "          "     "    8th,  2.38 

Number  of  gales  during  the  month,  0 


23 


AUGUST,  1910. 


EXTREME  READINGS  DURING  71  TEARS. 


Highest  reading  of  barometer  on  16th  in  1880,  30.042 

Lowest        "          "            "          "  27th  in  1864,  29.099 

Highest  temperature   on  the  24th  in  18.54,  99.2 

Lowest            "                ""     18th  in  1855  &  27th  in  1870  40.0 

Greatest  rainfall  for  month  in  1878                             (inches)  7.090 

Least          ,  "          "         "       in  1874  &  1894,                    "  0.380 

Greatest  number  of  days  on  which  rain  fell,  in  1872,  19 


TABLE  OF  DIFFERENCES. 


Mean  barometric  piessure 

Monthly  range 

Mean  temperatui-e 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Mean  amount  of  cloud 


+  0.011  inches 

+  0.076  inches 

+  1.0 

+  L9 

+  0.7 

+  1.2 

+  0.271  inches 

+  0.01 


Rain  fell  on  the  1st,  3rd,  4th,  9th,  10th,  18th,  22nd,  25th,  -fe  31st. 
Heaviest  fall  from  Oh  5m  to  Uh  25m  on  the  31st.  0.860  inches 

Number  of  days  completely  clouded  2 

Number  of  clear  days  6 

Poggy  on  the  ISth. 
Hazy  on  the  22nd,  24th,  2.5th,  &  27th. 

Thimderstorms  on  the  Ist,  3rd,  4th,  9th,  iDth,  18th,  22nd,  2.5th,  & 
31  st. 
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SEPTEMBER,  1910. 


RESULTS  OP  OBSERVATIONS. 


Mean  reading  of  barometer,  .32  F.  inches,  j!9.7()0 

Highest            "            "        on  16th  at  lOh,  29.981 

Lowest             "            "        on  Brd  at  14h.  29.295 

Range  of  barometer  readings,  0.086 

Highest  temperature  on  the  6th,  81.3 

Lowest  temperature  on  the  22nd,  38.7 

Range  for  the  month,  42.6 

Mean  of  the  highest  readings,  69.8 

Mean  of  the  lowest  readings.  .oO.O 

Mean  from  max.  and  niin.,  59.9 

Mean  daily  range,  19.8 

Mean  humidity,  78 

Mean  force  of  vapour  0.373 
Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,         4.2 

Mean  weight  of  a  cubic  foot  of  air,  grains,  530.2 

Highest  solar  (black  bulb)  on  the  7th,  96.8 

Lowest  (radiation)  on  the  22nd,  84.2 

Monthly  range,  62.6 

Fall  of  rain                                                inches  3.970 

Number  of  days  on  which  rain  fell,  8 
Mean  amount  of  cloud  (1.0  indicating  overcast  sky ),  .41 


Mean  for  the 

past 

71  years. 


29.667 

30.037 

29.187 

0.850 

82.7 

.35.7 

47.0 

68.2 

50.2 

59.2 

17.5 

78 

0.393 

4.5 

.527.3 


3.177 
11.4 

.50 


No.  of  hours  in  the 

N. 

N.E. 

E. 

S.E. 

8. 

S 

w. 

w. 

N 

W. 

c. 

month  in   which  the 

wind  was 

158 

34 

i 

194 

15 

72 

61 

130 

49 

7 

Total  number  of  miles  registered  during  the  month  was  7,548 

Mean  velocity  10.48 

Highest  velocity  at  12h  on  tlie  24th,  from  the  east,  39 

Highest  daily  average  velocity  on  the  24th,  29.25 

Least          "            "              "          "     "     16th,  4.79 

Number  of  gales  during  the  month,  1 
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SEPTEMBER,  1910. 


EXTREME  READINGS  DURING  71  "YEARS. 


Highest  reading  of  barometer  on  22nd  in  1904,  30.243 

Lowest        "          "            "          "  29th  in  1848,  28.863 

Highest  temperature   on  the  2nd  in  1898,  97.1 

Lowest           "               "     "    23i'd  in  1896  27.6 

Greatest  rainfall  for  month  in  1843  (inches)       9.760 

Least             "          "         "       in  1897,  "             0..S95 

Greatest  number  of  days  on  which  rain  fell,  in  1907  19 


TABLE  OF  DIFFERENCES. 


Mean  barometric  pressure 

Monthly  range 

Mean  temperature 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  i^ange 

Total  rainfall 

Mean  amount  of  cloud 


+  0.033  inches 

-0.16]  inches 

+  0.7 

+  2.6 

+  0.3 

+  2.3 

+  0.782  inches 

-0.09 


Rain  fell  on  the  .Srd,  5th,  6th,  9th,  18th,  24th,  27th,  and  .SOth. 


Heaviest  fall  from  3h  30m  to  17h  15m  on  the  5th, 

Number  of  days  completely  clouded 

Number  of  clear  days 

Foggy  on  thefith,  &  Tith. 

Hazy  on  the  20th,  &  3()th. 

Thunderstorms  on  the  3rd,  6th,  27th,  &  30th, 

Dew  veiy  heavy  throughout  the  month. 


1.485  inches 

6 

9 
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OCTOBER,  1910. 


RESULTS  OF  OBSERVATIONS. 


Mean  for  the 

past 

71  years. 


Mean  reading  of  barometer,  32  F.  inches,  29.59.5 

Highest            "            "        on  7th  at  21  h,  .30.051 

Lowest             "            "        on  27th  at  8h  45m.  28.829 

Range  of  barometer  readings,  1.225 

Highest  temperature  on  the  18th,  73.3 

Lowest  temperature  on  the  .30th,  25.4 

Range  for  the  month,  47.9 

Mean  of  the  highest  readings,  60.0 

Mean  of  the  lowest  readings,  42.4 

Mean  from  max.  and  min.,  51.2 

Mean  daily  range,  17.6 

Mean  humidity,  7(5 

Mean  force  of  vapour  0.259 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,  2.9 

Mean  weight  of  a  cubic  foot  of  air,  grains,  538.0 

Highest  solar  (black  bulb)  on  the  16th,  90.6 

Lowest  (radiation)  on  the  30th,  21.8 

Monthly  range,  68.8 
Fall  of  snow                                              Flurries 

Number  of  days  on  which  snow  fell,  2 

Fall  of  rain                                                inches  2.230 

Number  of  days  on  which  rain  fell,  8 
Mean  amount  of  cloud  (1.0  indicating  overcast  sky),  .47 


29.651 

30.112 

29.066 

1.046 

70.3 

25.5 

44.8 

54.9 

39.1 

47.0 

15.4 

79 

0.258 

3.0 

540.4 


0.6 

1.6 

2.402 

12.4 

.61 


No.  of  hours  in  the 
month  in  which  the 
wind  was 


N. 

N.E. 

E. 

S.E. 

8. 

s.  w. 

W.     N.  W. 

130 

34 

101 

14 

69 

154 

183   43 

1 

c.  • 

16 


Total  number  of  miles  registered  during  the  month  was  8,879 

Mean  velocity  11.93 

Highest  velocity  at  11  &  16h  on  the  1st,  from  the  west,  44 

Highest  daily  average  velocity  on  the  1st,  27.33 

Least          "            "              "          "     "     19th,  3.29 

Number  of  gales  daring  the  month,  5 
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OCTOBER,  1910. 


EXTREME  READINGS  DXJRING  71  YEARS. 


Highest  reading  of  barometer  on  28th  in  1847,  30.396 

Lowest        "          "            "          "  Uth  in  1893,  28.227 

Highest  temperature  on  the  15th  in  1897,  85.7 

Lowest            "                "     "    31st  in  1844  15.9 

Greatest  rainfall  for  month  in  1849                             (inches)  5.965 

Least             "          "         "       in  1901,                                   "  0.560 

Greatest  number  of  days  on  which  rain  fell,  in  1864  22 

Greatest  snowfall  for  month  in  1844                            (inches)  12.0 

Least              "          "         "        in  1910,  0 

Greatest  number  of  days  on  which  snow  fell,  in  1869,  7 


TABLE  OF  DIFFERENCES. 

Mean  barometric  pressure 

Monthly  range  + 

Mean  temperature  + 

Mean  of  highest  temperatures  + 

Mean  of  lowest  "  + 

Mean  daily  range  + 

Total  rainfall 

Total  snowfall 

Mean  amount  of  cloud 

Rain  fell  on  the  4th,  5th,  6th,  21st,  22nd,  25th,  26th, 

Heaviest  fall  from  12h  20m  on  5th  to  22h  10m  on  6th, 

Flurries  of  snow  on  27th  and  2Sth,  not  measurable. 

Number  of  days  completely  clouded 

Number  of  clear  days 

Foggy  on  the  141h,  lOth,  &  24th. 

Hazy  on  the  10th,  11th,  12th,  Uth,   I8th,  20th,  &  »)th. 

Hoar  frost  on  the  8th,  24th,  26th,  29th  and  80th. 

Tiuinderstorm  jit  23h  30m  on  the  21st, 


0.056  inches 

1.177  inches 

4.2 

.5.9 

3.7 

2.2 

0.170  inches 

0.6      inches 

0.14 

and  28th. 

1.070  inches 
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NOVEMBER,  1910. 


RESULTS  OF  OBSERVATIONS. 


Mean  reading  of  barometer,  32  F.  inches, 

Highest  "  "        on  3rd  at  lOh, 

Lowest  "  "        on  10th  at  13h. 

Range  of  barometer  readings, 

Highest  tempera tvire  on  the  1st, 

Lowest  temperature  on  the  ."itli. 

Range  for  the  month. 

Mean  of  the  highest  readings, 

Mean  of  the  lowest  readings, 

Mean  from  max.  and  min., 

Mean  daily  range. 

Mean  humidity. 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains. 

Mean  weight  of  a  cubic  foot  of  air,  grains. 

Highest  solar  (black  bvilb)  on  the  2nd, 

Lowest  (radiation)  on  the  5th, 

Monthly  range. 

Fall  of  snow  inches 

Number  of  days  on  which  snow  fell, 

Fall  of  rain  inches 

Number  of  days  on  which  rain  fell, 

Mean  amount  of  cloud  (1.0  indicating  overcast  sky ), .  83 


Mean  for  the 

past 

71  years. 


29.460 

29.627 

mm:> 

30.169 

28.894 

28.975 

1.001 

1.194 

56.6 

,57.9 

2.5.6 

13.5 

31.0 

44.4 

40.8 

42.5 

31.2 

80.1 

36.0 

36.3 

9.6 

12.1 

78 

80 

0.144 

0.179 

1.7 

2.0 

55.3.2 

552.7 

65.8 

20.2 

45.6 

9.6 

4.6 

10 

7.3 

1.585 

2.188 

7 

10.3 

.74 


No.  of  hours  in  the 
month  in  which  the 
wind  was 


i  N. 

N.B. 

B. 

S.E. 

s. 

s.  w. 

W.  |N.  W. 

105 

i 

15 

83 

6 

49 

32 

391  ;  34 

1 

Total  number  of  miles  registered  during  the  month  was  10,102 

Mean  velocity  14.03 

Highest  velocity  at  12h  on  the  28th,  from  the  east,  42 

Highest  daily  average  velocity  on  the  28th,  26.29 

Least          "            "              "          "     "    20th,  5.71 

Number  of  gales  during  the  month,  6 
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NOVEMBER,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  30th  in  1887,  30.592 

Lowest        "          "            "          "  19th  in  1857,  28.152 

Highest  temperature  on  the  3rd  in  1903,  70.2 

Lowest            "                "     "    30th  in  1875  -5.0 

Greatest  rainfall  for  month  in  1846                             (inches)  5.805 

Least             "          "         "       in  1894,                                   "  0.190 

Greatest  number  of  days  on  which  rain  fell,  in  1877  16 

Greatest  snowfall  for  month  in  1873                            (inches)  19.6 

Least              "          "         "        inl8a3,  0.1 

Greatest  number  of  days  on  which  snow  fell,  in  1869-73-92,  18 


TABLE  OF  DIFFERENCES. 

Mean  barometric  pi-essvire 

Monthly  range 

Mean  temperature 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Total  snowfall 

Mean  amount  of  cloud 

Rain  fell  on  the  2nd,  9th,  10th,  21st,  2.3rd,  25th, 

Heaviest  fall  from  3h  40m  to  14h  45m  on  the  10th, 

Snow  fell  on  the  6th,  7th,   11th,  12th,   13th,  15th 

and  3()th. 
Heaviest  fall  from  14h  50m  to  24  h  on  the  28th, 
Number  of  days  completely  clouded 
Number  of  clear  days 
Foggy  on  the  1st,  21st,  &  25th. 
Solar  halo  at  8h  on  the  12th. 
Hail,  and  sleet  on  the  28th. 


-0.167  inches 

-0.190  inches 

-0.3 

-L2 

+  1.3 

-2.5 

-  0.890  inches 

+  4.9      inches 

+  0.09 
&  28th. 

0.920  inches 
25th,  28th,  2f»th, 


4.1  inches 
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DECEMBER,  1910. 


BE8ULT8  OF  OBSERVATIONS. 


Mean  for  the 

past 

71  years. 


Mean  reading  of  barometer,  32  F.  inches,  29.64,5 

Highest            "            "        on  13th  at  8h,  .3(J.2;^9 

Lowest             "            "        on  20th  at  Ih.  28.870 

Range  of  barometer  readings,  1.369 

Highest  temperature  on  the  23rd,  38.7 

Lowest  temperature  on  the  31st,  -  6.8 

Range  for  the  month,  4,5.5 

Mean  of  the  highest  readings,  28.5 

Mean  of  the  lowest  readings,  13.8 

Mean  from  max.  and  min.,  21.1 

Mean  daily  range,  14.8 

Mean  humidity,  77 

Mean  force  of  vapour  0.063 

Mean  wt.  of  vapour  in  a  cu.  ft.  of  air,  grains,  0.7 

Mean  weight  of  a  cubic  foot  of  air,  grains,  572.6 

Highest  solar  (black  bulb)  on  the  27th,  52.2 

Lowest  (radiation)  on  the  31st,  -  9.3 

Monthly  range,  61.5 

Fall  of  snow                                              inches  15.3 

Number  of  days  on  which  snow  fell,  16 

Fall  of  rain                                                inches  0.210 

Number  of  days  on  which  rain  fell,  1 
Mean  amount  of  clovad  ( 1.0  indicating  overcast  sky ),.  73 


29.644 

30.226 

28.936 

L290 

47.5 

2.3 

49.8 

32.5 

20.0 

26.0 

12.4 

82 

0.128 

1.3 

565.1 


13.0 

13.1 

1..5,S1 

6.3 

.77 


No.  ot  hours  in  the 

N. 

N.E. 

E. 

S.E. 

s. 

8.  W. 

w. 

N 

W. 

c. 

month  in   which  the 

wind  was 

228 

44 

28 

6 

52 

142 

186 

52 

6 

Total  number  of  miles  registered  during  the  month  was 

Mean  velocity 

Highest  velocity  at  13h  on  the  14th,  from  the  southwest. 

Highest  daily  average  velocity  on  the  8th, 

Least  "  "  "  "     "    9th, 

Number  of  gales  during  the  month. 


10,489 

14.10 

.32 

23.33 

7.96 

5 
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DECEMBER,  1910. 


EXTREME  READINGS  DURING  71  YEARS. 


Highest  reading  of  barometer  on  1st  in  1887,  30.594 

Lowest        "          "            "          "    9th  in  1855  &  14th  in  18.56,  28.1.59 

Highest  temperature   on  the  31st  in  1875,  61.0 

Lowest            "                "     "    21st  in  1871  -2L0 

Greatest  rainfall  for  month  in  1841                             (inches)  6.60(J 

Least             "          "         "       in  1840  &  1845,                      "  0.000 

Greatest  ntTmber  of  days  on  which  rain  fell,  in  1889  14 

Greatest  snowfall  for  month  in  1872                            (inches)  88.0 

Least              "          '•         "        in  1877,  0.3 

Greatest  number  of  days  on  which  snow  fell,  in  1S72,  2 1 

TABLE  OF  DIFFERENCES. 

Mean  bai-ometric  pressiire 

Monthly  range 

Mean  temperature 

Mean  of  highest  temperatures 

Mean  of  lowest  " 

Mean  daily  range 

Total  rainfall 

Total  snowfall 

Mean  amount  of  cloud 

Rain  fell  from  13h  55m  to  20h45m  on  23rd, 

Snow  fell  on  the  1st,  7th,  8th,  10th,  12th,  15th  18th,  I9th,  20th, 

23rd,  24th,  26th,  28th,  29th,  30th,  &  31st. 
Heaviest  fall  from  7h  20m  to  13h  5()in  on  the  28th, 
Number  of  days  completely  clouded 
Number  of  clear  days 
Hazy  on  the  7th  and  31st. 
Solar  halo  at  14h  on  the  22nd. 


+  0.001  inches 

^0.078  inches 

5.2 

-3.5 

-  5.8 

+  2.4 

- 1.302  inches 

+  2.3     inches 

-0.04 

0.210  inches 

h,  I9th,  20th, 

3.80  inches 

15 

0 
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SUMMARY  OF  OBSERVATIONS,  1910. 


RESULTS  OF  OBSERVATIONS. 


Mean  for  the 

past 

71  years. 


Mean  reading  of  the  barometer,  .32°  F.,  inches  29.602 

Highest     "        "     "       "on  January  4th, 

Lowest      "        "     "       "on  January  22nd, 

Range  of  baiometer  readings  ' ' 

Temperature  from  max,  and  min., 

Highest  temperature  on  June  22nd, 

Lowest  temperature  on  February  6th, 

Range  for  the  year 

Mean  of  the  highest  readings 

Mean  of  the  lowest  readings 

Mean  from  max.  and  min. 

Mean  daily  range 

Mean  humidity 

Mean  force  of  vapour 

Mean  wt.  of  vapour  in  a  cu.  foot  of  air,  grains 

Mean  weight  of  a  cubic  foot  of  air,  grains 

Highest  solar  (Black  bulb)  on  June  22nd, 

Lowest  (Radiation)  on  February  7th, 

Yearly  range, 

Fall  of  snow 

Number  of  days  on  which  snow  fell 

Fall  of  rain 

Number  of  days  on  which  rain  fell  98 

Mean  amount  of  cloud  (1.0  indicating  overcast  sky)  .56 


30.4.533 

28.473 

1.980 

46.4 

93.4 

- 10.2 

10.3.6 

55.0 

37.8 

46.4 

17.2 

74 

0.254 

2.9 

543.2; 

111.0 

-15.5 

126.5 

71.1 

64 

inches  26.525 


inches 


29.619 

30.371 

28.707 

1.664 

70yrs.  44.4 

91.3 

-12.0 

103.3 

52.5 

36.3 

44.4 

16.1 

77 

0.264 

2.7 

543.6 


66.0 

62.9 

26.863 

112.9 

.62 


No.  of  hours  in  the 
year  in  which  the 
wind  was 


N. 

N.E. 

E. 

S.E. 

s. 

s.w. 

w. 

N.W. 

1312 

715 

1290 

146 

818 

1456 

2286 

592 

c. 
145 


Total  number  of  miles  registered  during  the  year  was 
Mean  velocity. 

Highest  velocity  on  January  14th,  from  the  east. 
Highest  daily  average  velocity  on  January  14th, 
Least        "  "  "  "     March  .5th, 

Number  of  gales  during  year. 


100,954 

11.53 

57 

.36.29 

2.17 


33 
SUMMARY,  1910. 


ABSOLUTE  EXTREMES  DURING  71   YEARS 

Readings  of  the  barometer,  in  inches. 

Highest  monthly  mean,  February,  1906,  29.819 

Lowest         "                "            March,  1859,  29.412 

Highest  yearly           "            1849,  29.668 

Lowest        "                "            1864,  29.560 

Greatest  monthly  range  of  barometer,  January,  1870,  2.046 

Least            "               •'       "            "           June,  1841,  0.425 

Highest  reading,  January  8th,  1866,  30.940 

Lowest        "           January  2nd,  1870  28.166 

Extreme  range  2.774 

Temperatures. 

Highest  monthly  mean,  July,  1868,  75.8 

Lowest          "             "       February,  1875,  10.2 

Highest  yearly           "       1898,  47.2 

Lowest        "                "       1875,  40-8 

Highest  reading  on  August  24th,  1854.  99.2 

Lowest  reading  on  January  10th,  1859,  -  26.5 

Rainfall  and  snowfall,  in  inches. 

Greatest  i-ainfall  in  a  month,    September,  1843,  9.760 

Greatest  number  of  rainy  days  in  a  month.  May,  1890,  23 

Greatest  rainfall  in  a  year,  1843,  43.555 

Least              "        "     "     '•     1874,  17-574 

Greatest  number  of  rainy  days  in  a  year,  1890,  145 

Least              "         "       "          "      "    "      "     1841,  80 

Greatest  fall  of  snow  in  a  month.  March,  1870,  62.4 
Greatest  number  of  days  of  snow  in  a  mouth, 

December,  1872,  and  December,  1908,  24 

Greatest  fall  of  snow  in  a  year  in  1870,  122.9 

Least          1899,  3L8 

Greatest  numbei-  of  days  of  snow  in  a  yeai-,  1859,  87 

Least             "         "      '      "  "      "      1848,  33 
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SUMMARY  OF  SUNSHINE. 


BRIGHT  SUNSHINE  RECORDED. 


1910 


Mean  for  past  28  years. 


Number        Number     Percentage     Number    i    Number       Percentage 
of         I         of  of  of  I        of  of 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Year 


days. 

15 
22 
30 
24 

28 
28 
31 
30 
28 
28 
18 
22 

:^04 


45.5 
119.8 
204.2 
171.7 
201.7 
263.7 
274.2 
208.7 
208.4 
170.9 
51.7 
85.2 

2005.7 


of 
sunshine. 

of 
days. 

of 
hours. 

14 

20 

77.9 

41 

22 

108.1 

55 

25 

150.0 

43 

25 

190.7 

44 

29 

218.9 

57 

29 

259.8 

59 

30 

282.2 

48 

30 

252.7 

56 

28 

207.8 

50 

28 

149.3 

39 

22 

85.3 

31 

20 

65.2 

45 

308 

2047.9 

sunshine. 

26 
36 
40 
47 
48 
5() 
60 
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55 
44 
29 
24 

44 
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